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GENERAL ELECTRIC SUPPLY CORPORATION 


G-E SOLDERING IRONS 

FOR LIGHT DUTY 



The Types 1-80 and 1-75 irons are primarily for 
light service such as on radio sets and splicing 
small wire. 

Type 1-80 Soldering Iron 


Mira. 

Dlam 



Wt. 

•Price 

Symbol 

Price 

No 

T»*i 

Walts 

Volta 

o* 

Each 

No 

. :. 

43X700 

% 

100 

115 

15 

$4.50 

142-H $2.00 

43X701 


100 

230 

15 

4.50 

142-X 

2.00 


Type 1-75 Soldering Iron 



291880 

% 

70 

116 

15 

5.25 

174-H 

2.00 

291882 

Vi 

70 

230 

15 

5.25 

174-X 

2.00 


FOR INTERMITTENT DUTY 



Types 1-76 and 1-77 are primarily for intermit¬ 
tent service such as soldering light metal sheets 
and soldering jobs around the garage and house 
where a good serviceable, high-grade iron should 
be used. 

Type 1-76 Soldering Iron 

,-Complete Irons-- .—Hrotrr L'nlt-s 

Mfm. Hum. Wt. *Prlce Symbol Price 

No. Tl|> Waite Volts Os. Each No Bach 

291883 % 100 115 16 $5.25 175-H $2.00 

291885 ?» 100 230 16 5.25 175-X 2.00 

Type 1-77 Soldering Iron 
291886 1 150 116 27 S.85 176-H 2.20 

291888 1 150 230 27 5.85 176-X 2.20 

FOR HEAVY DUTY 



Types 1-78 and 1-79 are primarily for relatively 
heavy continuous work such as cornice work, 
soldering armature coils, etc. They are also par¬ 
ticularly adapted to heavy intermittent work as 
they may be kept at the correct soldering temper¬ 
ature indefinitely in the radiating stands. 


Type 1-78 Soldering Iron 

-Complete Irirtk* - -Colt—< 


Mira. 

No 

Tip 

Waits 

Volts 

WL 

Os 

•Price 

Bach 

Symbol 

No 

Price 

Each 

291889 

i 

225 

115 

27 

$8.55 

177-H $2.30 

291891 

i 

225 

230 

27 

8.55 

177-X 

2.30 

291892 

Type 1-79 Soldering Iron 
IV, 350 115 34 10.25 

178-H 

2.50 

291894 

l’i 

350 

230 

34 

10.25 

178-X 

2.50 


•Price includes radiating stand as shown. 


RENEWAL PARTS 

Heater units for all types are listed above. 


Description 

l-xe 

1-75 

F«»r • 
i 

I> !>«•*• 

1 77 

1-78 

1-7* 

Copper l ips. 

$.30 $.90 $.90 31.20 $1-00 $1.50 

Supporting Stands. 

.20 

.20 

.20 

.20 



Radiating Stands... 





3.00 

3.80 

Porcelain Beads*... 

. .35 

.35 

.35 

.35 

.35 

.35 

Spiral Shank. 

. .70 

.70 

.70 

.75 

.75 

.95 

Socket Plug and 
Heater Cord . 

.90 

.90 

.90 

.90 

.90 

.90 

Fibre Spacer .... 

. .05 

.05 

.05 

.05 

.05 

.05 

Wooden Handle. 

.35 

.35 

.35 

.45 

.45 

.45 


•Price per ’--dozen. 









